OKLAHOMA NEWS CO., TULSA, OKLA, 


ONC-202—GENUINE INDIAN MADE 

(MEDICINE LODGE) TEPEE £ 

22 feet high. Junctions U. S. Highways © 
66-69-60-59, near Alton, Oklahoma. 5 
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